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(nJS'hI'TOI R’him) 

11 2017 

SIT. 1598(3r).—^fTTTTfk 1987 % 7 % (1) % W (W) % 

t ^TTTTfk srf^Tg^ | f% f%XT i]M+l % Rc|<u| 7ff% 

3T^gjfr # f%1T 7TTT I % fr f I 


sFT 

^iRd iRTTTftTT(^) 

4<sqi ^ afr?: 


XRTT^ftTT xrR^(^) ^ 
f%Tf 3HR|, 

^HWT^afrr 

stM^ 

fm 

(1) 

(2) 

(3) 

(4) 

(5) 

1. 

srrt Tx^ 101 (WT 2/3T^wr 5): 

201 7/3TTf # 17895 : 2005 

TXT fmxT, ^rf^^T 4 t 
'dcHK’l % f%TX 4 t 

# H4R^T WT 2 cRTT TXT fTTR 

8xTf 2017 
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3fk 

^iP^d 

RT^fRr R^(^) ^ 
aRTt, 

^^nsXTT^afk 


(1) 

(2) 

(3) 

(4) 

(5) 


T?: nRiiiw (<<Hi4R=b H'Oiii'Ji) 
sr^^TFT 5 

THR ^ 

wnR ^ (ft^ # 




2. 

3Trt TJ^/wi # 1230 : 

2007 'RdlJJlTl - ^-^4dlR<=b 

XTT^ 

8xTf 2017 

3Trtx^ 14620 : 

1998/3Trt # 

1230 : 1992 

'dH+<'J| % XTT^ 

XT^^fTR^TRI 

8xTf 2017 

3. 

STTfix^r 1448 (WT84) : 2017 

f%Tx % ?rft% WT 84 

WUk % f^srfrW - STT^^ 

8xTt2017 

sTrfx^ 1448 (wr 

84) : 1975^d1Rl44 

sftrxi^^cmcn % 
f%xT % cTf!% 

WT84 ^d1Rl44 

8xTt2017 


dcH Idl dc'=n 4XT Hd 1 

XRT^ % f^srirw - 

STT^i^ 

4. 

sirt 5062 (wr 6) : 

2017/3iTtT^3Tr 5072 : 2013 
^+14^1 sfRRliii^d^ 
^srxrH4Rl4i wr6 
4lfdR+ STT^I^^RRsfrT 
STR^ 3TT^f$R7 ^RR fTR 

8xTt2017 



5. 

srrf TX^ 7533 : 2017 WTf% - 

% i%Tx 

HK^M %TX^ 

STFt - f%f%1% ^xrft^) 

8xTf 2017 

3Trtx^7533 : 2003 

% i%xT Tft^ftTTTTr^ 
HK^M %XT^SrFt 

8xTf 2017 
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tmr 

^iRd ♦ild'h (^) 

^iRid 1%1% 

^TRTfRr ■HM<T)(^) ^ 
STJRI, 

^^Twr^sfR 


»(■ 

(2) 

(3) 

(4) 

(5) 




- (T^RT 

^Rfi’^TT) 


6. 

srrt T^/srrt % 7919-2 : 

2009 ^ 

^ WR ^RT % 

^ wr 2 1 500 

R/f^ , 3 000 R/ft' aftr 3 600 

R/ft' % WTRT iR^MH 
^f\f^ Rf|?r 50 il^lNId ^ 
srfsRT ^-srrmRTT ^ 

8^2017 

srrf T^/srrf % 

7919-2 : 2001 

RftjT % R 

^IJRTRR WT 2 1 500 

R/f^ , 3 000 R/ft' 

aftr 3 600 R/ft' % 

8Rt2017 

I^ri sflr I 

^^STT) 

H hR"^ 
7Tl^^ri^50 
i|J||c||d^3ffsRT^- 
srrmRR RT d<si Rh 
sfk^H^dd 

7. 

sirti^ 10708 : 2017 

% % i%TT TTTJM^Nn' 

8^2017 

STTfi^ 10708 : 

1985’PRRT% 

hmRRrt (t^rt 

8Rt2017 

8. 

srrf 11765 : 2017/3Trtx^ 

% 6091 : 2010 ^ST - 

ST^RR'srRRT fTR ^r?7TT 

(RtfRrt 

^^STT) 

8TTf 2017 

3Trtx^ 11765 : 

i986/3TrtT^3Tr 

6091 : 1980 

^sr - ST^RR STRRT 

fTR RRT (R'T^ 

Rrf%) 

8Rf 2017 

9. 

anfi^ 14817 (WT 3) : 

2017/3iTtT^3Tr 10816-3 : 

8TTf 2017 

srrf TTR14817 (RR 
3): 2004/3TrtT^% 

8Rf 2017 
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3fk 

^iP^d 

SRTt, 

^^Hs^TT^afk 


BEH 

(2) 

(3) 

(4) 

(5) 


2009 - sr^ 

'TT ttFR- ^ TT^frfT 

wr3 15 R*Tl<=iid 

120 

^/f^r sfrr 15 000 

nm^M ^sfrsfrf^t^ 


10816-3 : 2009 

4iRTl4 

3T^:4f f|^ trr WR 
^RT ^ 

WT3 15 

f%.Tr. ^ 3t1%^ ^ 



srf^I^d T4TT cPTT 
3Tl^rf|?r ^ 120 
^.sr.f^. irt 15 000 
^.sr.f^. % ^ 

sfr^frPR 

10. 

STTfi^ 15350 : 2017 

8^2017 

STTfi^ 15350 : 

8xTt2017 

^=1 M<1 yJIlTl 

- 

2003 'd M d d i^d — 

STSRfT W#- 

11. 

srrf 15899 : 2017/3Trtx^ 

# 16609 : 2012 RtTI-M 

d+'fl+i'^wnr 

^ fTT # 

8TTf 2017 

3Trt 15899 : 

2012/3Trtx^3Tr 

16609 : 2004 tf^ 

-44rtld ^ 

WR fTT 

R'yd^ddl ^ 

8xTf 2017 

12. 

3Trt 16484 : 2017 ?{Rd 

(4l4K^ ^ f^) % f%TT 

^ sfhr;^ 

8TTf 2017 
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tmr 

^iRd ^TT?7fr4' ♦ild'h (4^) 

3^intd 1%1% 

^TRTftxf ■HM<T)(^) ^ 
STJrI, 

^3Twr^3ft3: 

stM^ 

f%1% 

BiH 

(2) 

(3) 

(4) 

(5) 

13. 

3Trt 16618 : 2017 

PlilKd Tx^ ^3^ TM # 
^ 3f^ STTf^ 

sT^^^Txr % 

1[RT fTM ^r^TTT 

8xTf 2017 



14. 

STrfx^/STTtt 3ft 61968-1 : 

2012 ^^R-d+ ^fiPlcn T3 

3141+^H - SrtSR- % f%TT 

f^TdXT WT 1 3T3f^ 

Xxt 3imM ST^^TTTT^ 

8xTt2017 



15. 

srrf XT^/3Trt f 3fr 61968-2 : 

2011 ^^R-d+ ^fipicn T3 

3141+^H - % f%TT 

f^TdXT WT 2 ^lodN^I 

8xTf 2017 



16. 

srrf xx^r/STrf f 3fr 61968-3 : 

2004 ^^Rd+ ^f^f%€t Tx: 

3I4I+^H - SrtSR- % f%TT 

f^TdXT wr 3 

3tFrt:^R 1^ sRf^ 

8xTf 2017 



17. 

Sirf x^/srrt 13ft 61968-6 : 

2015 f%^ dH^lRldl# 

3I4I+^H - Rdd'JI viuii^ % 

SRSR % f%TT ^d<^t)3l WT 6 

3T^^ X^ 3j<4HI % f%XT 
^d<Vb31 

8xTt2017 




W ^fTT^ # ^KcTi-M O^, WT, 9, ^TFC ^TTif, ^ 


110 002 +^[^41* 'M +l^+di, %rf, ?r«TT ^imr +^1^41': st^trrt?, 
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t^TRK, trttT, ^ cT^TT ^rf% # 

fI ilM+l ^ http://www.standardsbis.in ^RT ^d<^d ^ wfkr^f I 

PUB/3/3/2017-18] 

f^, STR 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLICATION DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

New Delhi, the 11th May, 2017 

S.0.1598(E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian Standards Rules, 1987, 
the Bureau of Indian Standards hereby notifies that the Indian Standards, particulars of which are given in the second 
column of schedule hereto annexed has been established on the date indicated against it in third column. The particulars 
of the standards, if any, which are given in the fourth column shall also remain in force concurrently till they are 
cancelled on the date indicated against them in the fifth column. 

SCHEDULE 


SL No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, 
if any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

1. 

IS 101 (Part 2/Sec 5) : 2017/ISO 
17895 : 2005 Methods of Sampling 
and Test for Paints, Varnishes and 
Related Products Part 2 Test on 
Liquid Paints (Chemical 
Examination) Section 5 
Determination of volatile organic 
compound content of Low-VOC 
emulsion paints (In-Can VOC) 

8 May 2017 

NA 

NA 

2. 

IS/ISO 1230 : 2007 
Photography-Determination of 
Flash Guide Numbers for 
Electronic Flash Equipment 

8 May 2017 

IS 14620 : 1998/ISO 1230 : 
1992 Photography - 
Determination of Flash 
Guide Numbers 

8 May 2017 

3. 

IS 1448 (Part 84) : 2017 Methods of 
Test for Petroleum and its Products 
(P:84) Determination of Trace 
Elements in Petroleum 
Products-Arsenic 
(First Revision) 

8 May 2017 

IS 1448 (Part 84) : 1975 
Methods Of Test For 
Petroleum And Its Products 
[P:84] Determination Of 
Trace Elements in 
Petroleum Products - 
Arsenic 

8 May 2017 

4. 

IS 5062 (Part 6) : 2017/ISO 5072 : 
2013 Methods of Test for Brown 
Coals and Lignites Part 6 
Determination of True Relative 
Density and Apparent Relative 
Density 

8 May 2017 

NA 

NA 

5. 

IS 7533 : 2017 Textiles-Polyamide 
(Nylon) Monofilament Yarn for 
fishing-Specification (Second 
Revision) 

8 May 2017 

IS 7533 : 2003 
Textiles-Polyamide (Nylon) 
Monofilament Yarn for 
fishing-Specification (First 
Revision) 

8 May 2017 
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SL No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, 
if any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

6. 

IS/ISO 7919-2 : 2009 Mechanical 
Vibration-Evaluation of Machine 
Vibration by Measurements on 
Rotating Shafts Part 2 Land-Based 
Steam Turbines and Generators in 
Excess of 50 MW with Normal 
Operating Speeds of 1500 r/min, 
1800 r/min, 3000 r/min and 3600 
r/min 

(Eirst Revision) 

8 May 2017 

IS/ISO 7919-2:2001 
Mechanical 

Vibration-Evaluation of 
Machine Vibration by 
Measurements on Rotating 
Shafts Part 2 Land-Based 
Steam Turbines and 
Generators in Excess of 50 
MW with Normal Operating 
Speeds of 1500 r/min, 1800 
r/min, 3000 r/min and 3600 
r/min 

8 May 2017 

7. 

IS 10708 : 2017 Guide for the 
Analysis of Quality Costs (Second 
Revision) 

8 May 2017 

IS 10708 : 1985 Guide for 
the Analysis of Quality 
Costs (First 

Revision) 

8 May 2017 

8. 

IS 11765 : 2017/ISO 6091 : 2010 
Dried Milk-Determination of 
Titratable Acidity (Reference 
Method) 

(Eirst Revision) 

8 May 2017 

IS 11765 : 1986/ISO 6091 : 

1980 Method for 
Determination of Titratable 
Acidity in Milk Powder and 
Similar Products (Reference 
Method) 

8 May 2017 

9. 

IS 14817 (Part 3) : 2017/ISO 
10816-3 : 2009 Mechanical 
Vibration-Evaluation of Machine 
Vibration by Measurements on 
Non-Rotating Parts Part 3 Industrial 
Machines with Nominal Power 
Above 15kw and Normal Speeds 
Between 120 r/min and 15000 r/min 
when measured in situ 
(Eirst Revision) 

8 May 2017 

IS 14817 (Part 3) : 2004/ISO 
10816-3 : 1998 Mechanical 
Vibration-Evaluation of 
Machine Vibration by 
Measurements on Non- 
Rotating Parts Part 3 
Industrial Machines with 
Nominal Power Above 
15kw and Normal Speeds 
Between 120 r/min and 
15000 r/min when measured 
in situ 

8 May 2017 

10. 

IS 15350: 2017 Automotive 
Vehicle s-Ignition 
Systems-Methods of Test (First 
Revision) 

8 May 2017 

IS 15350 : 2003 Automotive 
V ehicle s-Ignition 
Systems-Methods of Test 

8 May 2017 

11. 

IS 15899 : 2017/ISO 16609 : 2012 
Financial Services-Requirements 
for Message Authentication Using 
Symmetric Techniques (First 
Revision) 

8 May 2017 

IS 15899: 2012/ISO 16609: 
2004 

Banking-Requirements for 
Messages Authentication 
Using Symmetric 
Techniques 

8 May 2017 

12. 

IS 16484 : 2017 Liquid Off-Take 
Valve Fitting to Gas Cylinders or 
Tanks (Mobile or Static) for Liquid 
Petroleum Gas 
(LPG)-Specification 

8 May 2017 

NA 

NA 

13. 

IS 16618 : 2017 Determination of 
Ten Trace Elements in Coal, Coke, 
Lignite and Fly ash by Flame 
Atomic Absorption Spectroscopic 
Method 

8 May 2017 

NA 

NA 

14. 

IS/IEC 61968-1 : 2012 Application 
Integration at Electric 

8 May 2017 

NA 

NA 
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SLNo. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, 
if any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 


Utilities-System Interfaces for 
Distribution Management Part 1 
Interface Architecture and General 
Recommendations 




15. 

IS/IEC 61968-2 : 2011 Application 
Integration at Electric 
Utilities-System Interfaces for 
Distribution Management Part 2 
Glossary 

8 May 2017 

NA 

NA 

16. 

IS/IEC 61968-3 : 2004 Application 
Integration at Electric 
Utilities-System Interfaces for 
Distribution Management Part 3 
Interfaces for Network Operations 

8 May 2017 

NA 

NA 

17. 

IS/IEC 61968-6 : 2017 Application 
Integration at Electric 
Utilities-System Interfaces for 
Distribution Management Part 6 
Interfaces for Maintenance and 
Construction 

8 May 2017 

NA 

NA 


Copies of these standards are available for sale with Bureau of Indian Standards, Manak Bhawan, 9 Bahadur Shah Zafar 
Marg, New Delhi-110002 ; Regional Offices: Kolkata, Chandigarh, Chennai, Mumbai and Branch Offices: Ahmedabad, 
Bengaluru, Bhopal, Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, Jaipur, Nagpur, Patna, Pune, Kochi. Online 
purchase of Indian Standards can be made at http://www.standardsbis.in. 
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